130 Pedale pedals 


WELLGO CLIPLESS-PEDALE 


Clipless-Pedale - ROAD - DUO 


Ausführung: « inkl. Schuhplatten RC7-B 
« kompatibel mit SM-SH 51 
« mit auswechselbaren Pins 
« ergonomische Plattform 
« Nachfetten der Achse von außen 
möglich 
Gehäuse: Aluminium 
Auslösung: einstellbar mit 4° Bewegungsfreiheit 
Achse: Cr-Mo / CNC 
Lager: Industrielager, gedichtet 
Gewicht: 362 g / Paar 


# 260 17701 VE = 10/50 Paar 


Clipless-Pedale - ROAD 


Ausführung: « inkl. Schuhplatten 98A 
« kompatibel mit SM-SH 51 
Gehäuse: Magnesium, schwarz 
Auslösung: einstellbar mit 4° Bewegungsfreiheit 
Achse: Cr-Mo / CNC 
Lager: Industrielager, gedichtet 
Gewicht: 240 g / Paar 


#260 17801 VE = 10/50 Paar 


Clipless-Pedale - TREKKING 


Alu-Pedal mit schwarzem Alu-Käfig 
einseitige Cleat-Aufnahme (kompatibel zu Shimano 51) 
einstellbare Auslösekraft, inklusive Cleats 


Achse: Cr-Mo 9/16“ 
Lager: Kugellager 

Größe: 113 x 65 x 35 mm 
Gewicht: ca. 476 g / Paar 
Mit deutschem Prüfzeichen 

#260 43701 VE=40 Paar 


MIB 


Aluminium-Pedal CNC-gefräst, schwarz eloxiert, 
mit auswechselbaren Schraubpins Typ R 


Achse: Cr-Mo-Achse 9/16” CNC-gefräst 
Lager: Industrielager 

Größe: ca. 101 x 60 x 24 mm 

Gewicht: 238 q / Paar 


#260 43201 VE=50 Paar 


City / Komfort 


Kunststoff-Pedal, schwarz mit grauem Kratonüberzug 
mit Reflektoren 


Achse: 9/16” 
Größe: 106,5 x 81 x 24,8 mm, 
Gewicht: ca. 240 g/Paar 


Mit deutschem Prüfzeichen 


#260 42900 VE=50 Paar 


Clipless-Pedal - ROAD - DUO 


Version: « incl. cleat set RC7-B 

« SM-SH 51 compatible 

« with exchangeable pins 

« ergonomic plate 

« axle greasing from outside 
Body: aluminium 
Release: 4° lateral float, adjustable 
Ale: Cr-Mo / CNC 
Bearing: industrial bearing, sealed 
Weight: 362 9 / pair 


# 260 177 01 Unit = 10/50 pairs 


Clipless-Pedal - ROAD 


Version: « incl. cleat set 98A 

« SM-SH 51 compatible 
Body: magnesium, black 
Release: 4° lateral float, adjustable 
Axle: Cr-Mo / CNC 
Bearing: industrial bearing, sealed 
Weight: 240 g / pair 


# 260 178 01 Unit = 10/50 pairs 


Clipless-Pedal - TREKKING 


Aluminium pedal with black aluminium cage one-sided 
cleat holder (compatible with Shimano 51) 
adjustable release force, including cleats with reflectors 


Shaft: Cr-Mo 9/16” 
Bearing: ball bearing 
Dimensions: 113 x 65 x 35 mm 
Weight: approx. 476 q / pairs 
With German homologation 

# 260 437 01 Unit = 40 pairs 


MIB 


CNC milled aluminium pedal, black anodised, with inter- 
changeable type R screw pin 


Shaft: Cr-Mo shaft 9/16” CNC milled 
bearing: industrial bearing 
Dimensions: approx. 101 x 60 x 24 mm 
Weight: 238 g / pairs 


# 260 432 01 Unit = 50 pairs 


City / comfort 


Plastic pedal, black with grey Kraton cover 
with reflectors 


Shaft: 9/16“ 
Dimensions: 106,5 x 81 x 24,8 mm, 
Weight: approx. 240 g / pair 


With German homologation 


# 260.429 00 Unit = 50 pairs 
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